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Message Text 

UNCLASSIFIED 

PAGE 01 IAEA V 01708 040951Z 
ACTION 10-13 

INFO OCT-01 ISO-OO OES-06 EUR-12 /032 W 

041009Z 019012/14 

R 040857Z MAR 77 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 8738 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS IAEA VIENNA 1708 

DEPT PASS IO/SCT 

E.O. 11652: N/A 

TAGS: TECH, EAID, IAEA, US, PE 

SUBJECT: PREU/1/02 - X-RAY UNIT EQUIPMENT GRANT 
REF: 76 IAEA VIENNA 10498 

1 . AGENCY HAS SELECTED SUBSTITUTE FOR BALTEAU EQUIPMENT 
AS FOLLOWS: ONE X-RAY THERAPY UNIT FOR THE CALIBRATION 
OF RADIATION MONITORING INSTRUMENTS WITH ACCESSORIES, 

SUPPLIER UNSPECIFIED BUT FACTORY-RECONDITIONED MACHINE 
ACCEPTABLE; ONE STATIONARY FIELD STAND FOR ABOVE X-RAY 
THERAPY UNIT - SUPPLIED BY MANUFACTURER; ONE X-RAY BEAM 
MONITOR - SUPPLIER - ANDERSON RESEARCH LABORATORIES, 

INC., 390 LUDLOW STREET, STAMFORD, CONN. 06904. 

2. DETAILED SPECS AND LETTER FROM AGENCY BEING POUCHED.STONE 
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